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CJC ; 69026 


1 December 1969 


Dear Howard; 

We are forwarding the enclosed Proposa l CJC j^9Q26 for a system 
of purging the telescope assembly. The proposal is submitted in 
response to suggestions by field personnel that a system be devised 
whereby the system could be purged externally. Purging the telescope 
in the present configuration requires that the dome assembly be removed 
and each side of the telescope purged separately. The purge system 
allows the telescope to be purged by removing only the system purge 
port and two screws from the manifold. A manifold assembly is installed 
Inside the system purge port. The two chambers of the telescope are 
connected in a series using l^gon tubing. The tubing also connects 
the intake and vent port on the telescope to the manifold assembly . 

The telescope is purged 1:^ removing the system purge port and two screws 
of the manifold assembly and connecting nitrogen to one manifold port 
and venting through the other port for approximately five minutes . 

Recent findings suggest that the telescope be piirged at each 
preflight and post flight inspection. It is recommended that the 
proposed change incorporating the proposed purging system be accom- 
plished in the next factory overhaul; however, if you do not feel that 
this is soon enough, field installation is feasible. Kits can be made 
available in about thirty days after approval from you. 

Enclosure (l) is a summary of the cost to fabricate and install 
thirteen each surge systems, twelve for the production group and one 
spare. 



Enclosure : 

( 1 ) Cost Breakdown 


25 YEAR RE-REVIEW 
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CJC : 69026 
EnclosTire (l) 


COST BREAKDOWN 


Material 


Raw Material 


$60 


Total Materials $ 60 

Material Burden @ 11^ 6 


Total Material. Including Burden 


$ 66 


Hours Rate /Hour 

I 


Amount 

“I 


R&D POOL 
(Engineering ) 

Salaried jS T.OO 532 

Hourly 300 4.46 1.338 


Total R&D Direct Labor 1,870 

Direct Labor Overhead @ 135^ 2,525 


Total Direct Costs Including Overhead 4,46l 

General and Administrative Expense @ l4.8^ 66 O 


Total Estimated Cost 
Fixed Fee 


5,121 

4l0 


Total Estimated Cost Including Fixed Fee 


$5,531 
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^0 November 19b9 


Reference : AG-1103 


Howard : 

We have reviewed the referenced contract and have the following 
corarnents to offer; 

1* It is our understanding that AG-1103 is strictly a repair 
contract. Outside of minor necessary materials, all new spare parts 
to be used with this contract will have originated under AG-1100 or 
AG-110 4. 

2, It is our further understanding that all work chargeable to 
this contract snail be authorized by a Depot Work Order or an approval 
from Headquarters* In effect there is no ^’sustaining” money in this 
contract; such sustaining requirements will be met under AG-1100 until 
30 June 1970 after which a new contract will be negotiated. 

3, We are unable to execute the certificate, page 3, of this con- 
tract since the holders of the Corporate seal are not cleared nor 
aware of the existence of this contract, 

4, In accordance with tne Changes Clause, it is requested that 
the following changes to Appendix I, Exhibit A to the contract be 
approved: 

a. Under paragraph 3, besides the 11/^ materials charge, the 

computer automatically applies a 14^8^ GM. as a DCAA 
approved cnarge. The 14.8/5 G&A, theferore, needs to be 
added to paragraph 3. J 

b. Under paragraph 4, travel costs, although covered by nay 
outside cnecking account at cost, also are charged with 
a l4.d/5 GM as ”other costs” when I submit a request for 
additional funds for rny account. The 14,875 G&A also needs 
to be added to paragraph 4, 

With your concurrence of the foregoing, we are executing the AG-1103 
Contract and forwarding herewith Copies 1 and 3 . 





Enel . 
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MEMORANDUM FOR: Chief, Industrial 
SUBJECT: Request for Audit 


CONTRACTOR : 

Contract No; 

Type of Contract: 

Type of Audit Required: 
Dollar Value of Contract; 
Date Audit Requii'ed: 

NEGOTIATOR; 

Proposal Attached 


DAT E 17 July 1969 
Audit Division, OSA 


Aerojet-General Corp. 

AG-1103 

T&M 

Cost Analysis 

$125,000 

ASAP 


CMD/OSA"” 


STAT 


DAT E y V9 

MEMORANDUM FOR: Contracts Management Division, OSA 
Audit Scheduled For: 

XjU- 

CZI'WO-gA 
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SECRET 



^indard Form 1034 

7 GAO 5000 

1034-114 

PUa^C VOUCHER FOR PURCHASES AN W 
SERVICES OTHER THAN PERSONAL 

VOUCHER NO. \ 

C6mpl. #1 

U.S. DEPARTMENT, BUREAU, OR ESTABLISHMENT AND LOCATION 

DATE VOUCHER PREPARED 

23 December 1970 

SCHEDULE NO. 

CONTRACT NUMBER AND DATE 

AG - 1103 5 November I 969 

PAID BY 

REQUISITION NUMBER AND DATE 

1 Aerojet Electrosystems Company 1 

PAYEE'S 1100 W. Hollyvale 

name Azusa, California 91702 

AND 

ADDRESS 

1- _| 

DATE INVOICE RECEIVED 

DISCOUNT TERMS 

PAYEE’S ACCOUNT NUMBER 

SHIPPED FROM TO WEIGHT 

government B/L NUMBER 


NUMBER 
AND DATE 
OF ORDER 


DATE OF 
DELIVERY 
OR SERVICE 


(Enter description, item number of contract or Federal 
supply schedule, and other information deemed necessary) 


QUAN* 

TITY 


UNIT PRICE 


COST 


PER 


AMOUNT 


( 1 ) 


As of 


Final H 


29 Nov. 
19T0 

tiling 


Salary Hours 

w. 0. 8941-03 

Hourly Hours 

w. 0. 8941-03 

Mat'l & O.D.C. 

¥. 0. 8941-03 

Mat *1 Burden 

11/0 

G&A on Mat ' 1 + 

Burden l4.8^ 


2201 

2523 


19 Ao 
i4.o4- 


Hr. 

Hr. 



$ 42,694.00 
35^22.92 
5,910.00 
650.10 " 
970.89 - 


(Use continuation sheet (s)*?nwcessary) 


(Payee must NOT use the space below) 


TOTAL 


PAYMENT: 

□ COMPLETE 

□ PARTIAL 

□ •'•nal 

□ PROGRESS 

□ ADVANCE 


APPRO^D FOR 
CTD 


BY 2 


EXCHANGE RATE 


-$ 1.00 




TITLE 


met 


DIFFERENCES. 


Amount verified; correct for 


(Signature or initials) 


Pursuant to authority vested in me, I certify that this voucher is correct and proper for payment. 


(Date) 


(A u thoriz^^ertify^g O ffl^rj 




(Date) 

9 J\3L 


(Date), 


ACCOUNTING CLASSIFICATION 


(Title) 



STAT 


PAID BY 

CHECK NUMBER ON TREASURER OF THE UNITED STATES 

CHECK NUMBER ON (Name of bank) 

CASH DATE 

$ 

PAYEE 3 

1. When stated in foreign currency, Insert name of currency. 

2. If the ability to certify and authority to approve are combined In one person, one signature only Is 
necessary; otherwise the approving officer will sign in the space provided, over his official title. 

3. When a voucher Is receipted in the name of a company or corporation, the name of the person 
writing the company or corporate name, as well as the capacity in which he signs, must appear. For 
example: ’’John Doe Company, per John Smith, Secretary”, or ’’Treasurer”, as the case may be. 

PER 

TITLE 
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1968^31 M93 
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